Building Maintenance Committee Meeting 


October 6, 2014, 4:00pm 

2 nd floor conference room, Town Hall Annex 


The agenda includes the following: 


1. ) Approval of Minutes 

2. ) Committee Organization 

3. ) Review Maintenance Policy 

4. ) Prepare for Selectmen's Meeting. 



